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KISKP1HALASI IHFAHTRT REOIMBHT 
ORDER OF BATTLE WORKSHEET 


Pait PwteHfttlw 8abordin*tion L.o.tio n CO mfl 


DCSm&FI Corps Unidentified 

ixmj 


KECSKEMET 

(146-54, 

E19^4l) 


00 WM Brig to Lojoi OTTJHKO, 
who| vu hanged 
during the revolution in 


KECSKEHIT hr the tech 


populace. 
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KISKPTHAUSI 
Infantry Regiment 
(Lores a Bared) 

(see Annexes A,B,C) 


Unidentified KISKPBBIXAS 

Division (H46-26, 

KEC 3KEMETI -Oor ps B19-29) 

Esse Tanas 

Barracks 
1.5 ka from 
town 


CO was Malar Inrs HQBQaAl^ 


the 


the names of the 00 and 
Chief of Staff of the 
unidentified division to 

whiqk the regiment was subordinate! Lt Col BAK0HTI, (fun), and X aj TATAI , (fau) 9 
reep|etively. On 10 October 1955, the training unit of the regiment moved 
free* the summer oamp trailing site, 9 km from KISEEIfiK (146-26, 119-29) to the 
Esse Tomas Barracks where the students eonpleted their training on 1 Xoveaber 
1955* The peacetime strength of the regiment was estimated at 100 of fleers, 
an unknown somber of WOO 1 s and 600 EX. The wartime enlisted strength was 
1200 authorised. The organisational structure of the regiment was three 
infantry battalions of three companies each. (The strength of each company was 
200 to 120 EX) i one Xortap Co; one XO Cojjwae Tank Pltn; one Arty Pltni one 
Pltnf one Rcoon Pltm (Felde^ite Ssakass) | one Commo Pltn or Co P 


one QK Pltn (Hadtap Ssakass).; one CBR Pltn (Tsar r«a«in 
Itn (with three medioal doetors) • ^ 




weapons in use by the regimental 
units as indicated* XO Co, a tetal of 12 (one per s%) 7.62 mm OGRTUXCV HM0 
X1943| AAA Pltn, one 12*7 ** HVO SShK X193B per squad; Xortar Co, a total of 12 
(one per squad) 82 mm Xortars X1941; Arty Pltn, two antitank artillery pieoes 
believed to be 45 nm, an unknown number of 45 an COT X1942, and an unknown 
number of 76 nm 061X1942 (ZIS-5)f Tank Pith# one 152 nm SP COT-HOWITZER X19J7 
(XL»20fl^ OX JSU-152, and two or three unidentified light tasks# 


| | during 

peacetime lt was acknowledge that old-type weapons were used for training, but 
that modern weapons were available for immediate use if necessary. 
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r-h vibmt (tm). 00 of th* Rooorro Offiooro SoRool (Trolain* Bottoiioi) 
<»! ottor offiooro of tho Rooorro Offiooro Sohool, 

with aodiun g roon piping oad gold »tnr inolgal* of ronk* 
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LBOSHD 

1, Gate guard ahaok. Two guards were posted here. 

2, Two-story, grey, briok sad plaster building approximately 120 x 40-50 

asters whisk houss d Ihs followingi 

around floor i Regimental eonsolidated boss whloh was also used as a 
movie theater. 

First floort Regimental Eqi Of floors' Messi A guard was posted at the 
entrance where the regimental oolors were displayed. 

. Seoond floori Unknown 

3, 4, and 5. Two-story, grey, briok and plaster buildings approximately 

80 x 30 meters whloh hews el the let, 2d, and 3d Inf Baa 
respectively. (See Annex B) 

6. Unused building in mine 

7. A one-story building approximately 80 x JO meters. It was a former 
horse stable, used as a storage for straw and aaoks whloh were used 
for troop Buttressing. 

8. Parade ground approximately 200 x 150 meters, 

9. Motor pool with small repair skulks and fuel storage. 

10. A one-story building approximately 50 x 36 • used to^ipuse both guards 
and prisoners. 

11. Guarded gate used by individual soldiers for entry into barraoks. 
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